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S. Reportable occurrences, LERs & related correspondence

9109190072 FOIA request for documents re North Anna Unit 1 & Ginna steam genera-
tor tube rupture events.

WILLIAMS.O.G. JRA Associates. 91/03/11. GRIMSLEY.D.H. Division of Freedom of
Information & Publications Services (Post 890205). 1p. 59176:051-59176:051.

9109130162 LER 91-007-00:on 910731,"B" Emergency Diesel Generator started auto-

59116:069-59116:080.

Corp.

12pp.

9109160088 Forwards 10CFR21 evaluation & notification re design defect of solid state
switch printed circuit cards for 480 volt safeguards undervoltage monitoring/protection
sys.

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/04. MURLEY.T.E. Office of
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59118:071 r59118:074.

9109160127 LER 91-008-00:on 910805,failure of one of two trains of undervoltage pro-
tection discovered on Safeguards Bus 14 due to temp related failure of solid state
switch printed circuit card.Circuit card replaced.W/910904 Itr.

BACKUS.W.H., MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/04. 10pp.
59127:029-59127:038.

9109250235 Special repton 910903,svc water leak inside containment sump A pump
identified.Abnorrnal Procedure AP-SW.1, "Svc Water Leak," entered.Work order pack-
age prepared to identify & repair svc water leak.

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/17. Document Control Branch
(Document Control Desk). 4pp. 59203:198-59203:201.

T. Hearing transcripts on non-antitrust matters

9109190086 Partial response to FOIA request for documents.Enc! app A documents
being made available in PDR.App B documents withheld (ref FOIA Exemption 6).
GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post
890205). 91/06/14. WILLIAMS.O.G. JRA Associates. 5pp. 59176:052-59177:263.

-9109190114 Transcript of telcons w/Ginna & NRC personnel on 820125. Pp 1-125.

*  NRC - No Detailed Affiliation Given. 82/01/25. 125pp. 59176:057-59176:182.

-9109190129 Transcript of 820219 discussion w/B Snow re 820125 facility steam gen-
erator tube rupture event. Pp 1-32.

*  NRC- No Detailed Affiliation Given. 82/02/19. 33pp. 59176:183-59176:215.

-9109190139 Transcript of 820217 discussion w/N Meaker re 820125 facility steam
generator tube rupture event.Pp 1 -30.

* NRC - No Detailed Affiliation Given. 82/02/17. 30pp. 59176:216-59176:246.

-9109190144 Transcript of 820219 discussion w/SJ Lentine re 820125 facility steam
generator tube rupture eventPp 1-24.

* NRC - No Detailed Affiliation Given. 82/02/19. 24pp. 59176:247-59176:270.

-9109190147 Transcript of 820219 discussion w/RP Zimmerman re 820125 facility
steam generator tube rupture event.Pp 1-41.

*  NRC- No Detailed Affiliation Given. 82/02/19. 41pp. 59176:271-59176:312.

-9109190149 Transcript of 820220 discussion w/C Peck re 820125 facility steam gen-
erator tube rupture event. Pp 1-30.

*  NRC - No Detailed Affiliation Given. 82/02/20. 30pp. 59176:313-59176:342.

-9109190153 Transcript of 820219 discussion w/AG Morris re 820125 facility steam
generator tube rupture eventPp 1-30.

* NRC - No Detailed Affiliation Given. 82/02/19. 30pp. 59176:343-59177:011.

-9109190157 Transcript of 820219 discussion w/M Foster re 820125 facility steam gen-
erator tube rupture eventPp 1-22.

* NRC- No Detailed Affiliation Given. 82/02/19. 22pp. 59177:012-59177:033.

-9109190159 Transcript of 820220 discussion w/T Hafera re 820125 facility steam gen-
erator tube rupture eventPp 1-31.

*  NRC - No Detailed Affiliation Given. 82/02/20. 31pp. 59177:034-59177:064.

-9109190202 Transcript of 820221 discussion w/WH Backus re 820125 facility steam
generator tube rupture eventPp 1-32.'
f NRC - No Detailed Affiliation Given. 82/02/21. 32pp. 59177:065-59177:074.

-9109190204 Transcript of 820222 discussion w/JT Berry re 820125 facility steam gen-
erator tube rupture eventPp 1-32.

* NRC - No Detailed Affiliation Given. 82/02/22. 32pp. 59177:075-59177:105.

-9109190207 Transcript of 820220 discussion w/R Hurley re 820125 facility steam gen-
erator tube rupture eventPp 1-40.

* NRC - No Detailed Affiliation Given. 82/02/20. 40pp. 59177:106-59177:143.

-9109190210 Transcript of 820222 discussion w/M Sexton re 820125 facility steam
generator tube rupture eventPp 1-16.

* NRC - No Detailed Affiliation Given. 82/02/22. 16pp. 59177:144-59177:158.

-9109190214 Transcript of 820223 discussion w/JC Noon re 820125 facility steam gen-
erator tube rupture eventPp 1-14.
4 NRC - No Detailed Affiliation Given. 82/02/23. 14pp. 59177:159-59177:172.

-9109190217 Transcript of 820223 discussion w/GF Larizza re 820125 facility steam
generator tube rupture eventPp l-30.Related documentation encl.
f NRC - No Detailed Affiliation Given. 82/02/23. 90pp. 59177:173-59177:263.

V. Operator Examinations

9109120198 Notification of contract execution.Task Order 120, "Operator Licensing
Exams.Ginna Nuclear Power Plant" to "Technical Assistance to Support Licensing
Activities" awarded to Sonalysts.Snc.

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031, 91/08/30. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER,K. NRC - No Detailed Affiliation Given. 1p. 59100:320-
59100:324.

-9109120202 Ltr contract awarding Task Order 120, "Operator Licensing Exams.Ginna
Nuclear Power Plant," to "Technical Assistance in Support of Licensing Activities."
SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-03-89-031. 91/08/
27. PETERSEN.LR. Sonalysts, Inc. 4pp. 59100:321-59100:324.

9109270033 Provides invitation to attend power reactor operator license examiners/
training manager meeting on 911106-07 to provide forum for discussion of various
topics & issues re operator licensing function.

HODGES.W.M. Region 1 (Post 820201). 91/09/19. MECREDY.R.C. Rochester Gas &
Electric Corp. 5pp. 59216:131-59216:135.
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F. Security, medical, emergency & fire protection plans

9109180113 Revised EPIPs.including Rev 5 to EPIP 4005,Rev 8 to EPIP 4006,,Rev 8 to
EPIP 4007,Rev 5 to EPIP 4227,Rev 9 to EPIP 4301,Rev 5 to EPIP 4305B,Rev 6 to
EPIP 4606,Rev 11 to EPIP 4112-1 & Rev 3 to EPIP Form 4606-1.
BUCH.W.H.,  DEMBEK.T., BROOKS.LD. Northeast Nuclear Energy Co. (subs, of
Northeast Utilities). 91/08/21. 200pp. 59137:251-59138:129.

9109230007 Forwards safety insp rept 50-245/91-13 on 910630-0817. Licensee staff
questioning attitudes.extensive reviews & prompt correction of design deficiencies as-
sociated w/ containment isolation sys reflect programmatic strengths.
WENZINGER.E.C. Region 1 (Post 820201). 91/09/10. MROCZKA,EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 2pp. 59156:033-59156:055.

-9109230009 Insp rept 50-245/91-13 on 910630-0817.Licensee staff attitude & prompt
correction   of   design   deficiencies   reflect   programmatic   strengths.Major   areas
inspected:plant operations,security.surveillance & maint
RAYMOND,W. Region 1 (Post 820201). 91/09/10. 21pp. 59156:035-59156:055.

9109190216 Rev 4 to EPIP 4013, "Control Room Data Coordinator."
BUCH.W.H., SCACE.S.E. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
91/09/15. 6pp. 59165:284-59165:289.

H. General correspondence

9109260065 Forwards revs to distribution list for NRC correspondence, reflecting addi-
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:187-
59217:195.

P. Operating license stage documents & correspondence

9109040151 Concludes that changes to util QA program acceptable in that QA program
continues to satisfy criteria of App B of 10CFR50.

BETTENHAUSEN.L Region 1 (Post 820201). 91/08/23. MROCZKA.EJ. Northeast
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities.
3pp. 58998:236-58998:238.

9109040099 Forwards operability.reportability & communications task group final rept.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
08/26.   Document Control   Branch  (Document Control   Desk).   15pp.  58996:287-
56996:301.

9109040396 Provides info re cracks discovered during 1991 refueling outage on low
pressure steam turbine A rotor.Since no indications remain in 6TA wheel hub,rotor re-
turned to svc w/ wheel in place.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Northeast Utilities. 91/08/29. Document Control Branch (Document
Control Desk). 10pp. 59006:344-59006:353.

9109040441 Forwards invoices received by utils for FY91 annual matls license
fees.Payment of listed invoices will be made by wire transfer on 910906.
MROCZKA.EJ. Northeast Utilities Service Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 91/08/30. License Fee & Debt Collec-
tion Branch (Post 890827). 8pp. 59017:266-59017:273.

9109110246 Forwards SE supporting systematic evaluation program topic VI-7.C.1 re in-
dependence of redundant on-site power sys.

JAFFE.D.H. Project Directorate I-4, 91/09/03. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 59079:187-59079:191.

-9109110250 Safety evaluation supporting independence of redundant on-site power
sys.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 3pp.
,59079:189-59079:191.

9109120094 Forwards SE accepting licensee conformance w/systematic evaluation pro-
gram topic VIM .A, "Isolation of Reactor Protection Sys from Nonsafety Sys."
JAFFE,D.H. Project Directorate I-4. 91/09/03. MROCZKA.EJ. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). MROCZKA.EJ. Connecticut Yankee Atomic
Power Co. 2pp. 59087:110-59087:114.

-9109120098 SER accepting licensee conformance w/systematic evaluation program
topic VI1-1 .A, "Isolation of Reactor Protection Sys from Nonsafety Sys."

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/03. 3pp.
59087:112-59087:114.

9109120254 Forwards safety evaluation re SEP Topic III-6 concerning verification that
structures.sys & components important to safety be designed to withstand effects of
natural phenomena.per listed IE bulletins.

JAFFE.D.H. Project Directorate I-4. 91/09/04. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 59092:330-59092:333. I-4. 91/09/12.4pp. 59157:276-59157:279411). THOMAS7B.E. NRC - No Detailed Affiliation GK
